Brief comment text:

I oppose the implementation of RM-11953. The potential for spectrum interference is exceptionally high and imposes unnecessary bleed over into the current amateur radio spectrum.

I first want to thank the FCC for its long-standing support of Amateur Radio Operators, acknowledging the importance of the amateur radio operator's preparedness and support of our country in times of local, regional, and national emergencies since its inception. Through Amateur Radio Emergency Services,  local ham clubs, nationwide, prepare and support Homeland Security, Red Cross, and other local, state, and national emergency preparedness and response agencies during local, regional, and national disasters.

I am also a member of the FBI's Infraguard effort. Being in both arenas has heightened my awareness of the importance of local independent, knowledgeable, and capable radio communicators with a heightened sense of infrastructure vulnerabilities to foreign and domestic adversaries.

A clear spectrum dedicated to ham operators at all times ensures its availability spontaneously when disasters or other emergencies occur. Amateur Radio Operators have a long history of self-governance and self-management of the spectrum allocated for its use, especially in emergencies. Respectfully, I ask that you do not implement RM-11953 and allow the potential for an entire spectrum band to become inaccessible due to the high probability of broad interference.

Thank you for your consideration and continued support of the Amateur Radio Operators.
Joe Powell
